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Luthers Coat of Arms 


In 1530, while Martin Luther was still living at Coburg 
Castle, Prince John Frederick ordered a signet ring for him 
that was characteristic of Luther’s theology. 


The black cross on a red heart (faith in Christ who 
died and rose again) rests on a white rose (joy, comfort, 
and peace beyond that of this world) in a sky-blue field 
(the beginning of a heavenly joy), and is encircled with a 
gold ring (the eternal and precious possession of salvation). 
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Another year has come and 


gone. So what? One among many..." 
"Three score and ten..." 


But dat is not just another 
year. No year is "Just (“another 
year." Ne feetl «3 a special time 
- a time to live, 2 .toeaeuen. 
to love, to cry, to wonder, 
to grow, to feel, to care, 
- a time given to you by God's 
grace in which to discover 
more about who you are, who 
that other person : and 
what this confusing world 
is about. 

Camrose Lutheran College is 
here to swalk with yon sidiasiara. 
these days of discovery, to 
guide you, to equip you, to 
strengthen you, to forgive 


you when you fades to laugh 
with you...when ‘you, laugh jaeand 
to love you and care about 
you as a brother or sister 
in’ Ghrast. 


I hope it. -has;-~been =~ -thatwetor 


you in the days and months 
of "another year" gone by. 
lf so, that makes date more 


than "just another year. Rather, 
it has been another year _ to 
become who you are, and that's 
something to think about and 
to give thanks about! . 

"Thanks (be) :to.God= su 


Sincerely, 


PASTOR JIM 


President's Message 


Yearbooks are intended, not 
Oninvnt? OMmmC apt nemetines) bie hl oh ts 
of the year, but to be vehicles 
for remembering. I hope that 
this current year will be 
a year that is worth remembering 
iO ee a Cer OTC nO fay OU. I hope 
that your year was successful 


academically and that you 
made many lifelong friends. 
3b hope that your year was 
fidved,; in the words of the 
apostle, with grace, mercy 
and peace. These gifts are 
treasures which exceed in 
value even those treasures 


of human wisdom. 

Lecomte p ray erm th atuny ole wid) 
becomemand abe, (‘Eor «your brothers 
and sisters in this world, 
gracious persons always ready 
to speak the reconciling word 
and do the reconciling deed. 
May you always be filled with 
grace, mercy and peace. 


K. GLEN JOHNSON 


May 1984 


"Grace, mercy, and peace from God 
the Father and Christ Jesus 
Ouse ord sy Litimotihy 122 


Lyle & Lor 


Mark & Brandi 


GRADE 12 
R.Palo, M.Lauber, P.Horst, H.Bjorge 


Faculty 


SOCIAL SCIENCE 
1st Row: 
P.Mirejovsky 
2nd Row: 
B.Reesor, G.Amort-Larson, R.MacDonald 

3rd Row: 

C.Olson, D.Myerhaug, R.Robinson, F.Rostad 


1st Row: 

G. Burger 

2nd Row: 

H.Prest, J.Spencer, J.Nelson, G.Johnson 
3rd Row: 

D.Dahle, K.Lunde, E.Friesen, 


D.Muendel, R.Milbrandt 


SCIENCE: J.Olson, H.Carter, D.Larson, M.Riske, M.Much, D.Pfeffer 


FINE ARTS: 
M.Nepstad, R.Moore, J.Mohr Missing: R.D. Hendricks 


trative 


Adm 


L.Anderson, K.Slessor 


W.Voigts 


-Robertson 


R.Bunge, C.Burkhard, P 


’ 


Ostenrud 


L.Sharp, B. 


FOOD SERVICES 


L.Willing 


E.Moe, 


L.Majeski, A.Stolee 
B.Sogge, R.Roste, M.Nelson 


ist Row: 
2nd Row: 


A.Ingibergsson 
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S.Lyseng, L.Lindberg, H.Sykes 


K.Blades 


,» Jensen, 
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Anderson,Sheena Andreassen,Dana Bertschi,Diane 
Boyle,Bruce Bracewell,Doug Brager,Donna 


Bunz,Shannon Carlson,Rena Carlyon,Barbara 
Clark,Donald Doberstein,Stacy Doig,Kirsten 


Goodreault,Lise Grattidge,Kim Grecko,Colleen Green,John 
Grundberg,Glenys Haroldson,Lennie Haugen,Lois Hayouk,Mark 


Hills,Beverly Johnson,Laureen King,Frank 
Kopach,Michael Kuszner,Cam Lewin,Wayne 


Li,Joseph Lytle,Teresa Ma 
Madsen, Jeff 


cCaish,Anita 


Marsh,Brenda McCready, Patrick 


Nelson,Cindy Olesen,Bret 


Olson,Eric 
Rasmussen, Cathy 
Scheetz,Corrine 


Sullivan,Wendy 


Wright, Jane- 


Ostrander,Wesley 


Reed,Roger 


Schwartz,Ramona 


Unruh, Doug 


Olesen,Carmen 


Rost,Kevin 


Pilon,Dale 


Schandi, Jo-Anne 


Sponton,Shaw Stauffer,Gary 


Wildcat,Daniet 
Marie Yanke,Terrence 


Zittlaw,Raymond 
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Abbott, Alana Heather Abdurahman, Vanessa Ann Abrams, Dianne Corrinne 
Albertson, Lorne Garfield Altwasser, Brent Garnet Anderson, Anita Louise 


Anderson, Beverley Anne Anderson, Eleanor May Anderson, Olea Louise 
Anger, Lori Lynn Anklam, Reinhart David Ansorger, Warren Irven 


Antonsen, Sonja Gayle Arnold, Murray Andrew Arychuk, Michael John 
Asel, Sandra Gay Ashby, Debra Lynn Aspenes, Warren Dean 


Aucoin, Janet Michelle Baalim, Galt Murray Bair, Thomas Wayne 
Baird, Mary Ellen Bakker, Harold Peter Balachandra, Ron Issac 


Baltimore, Becky Jos. 
Bambush, Danny George 
Banak, Richard John 
Barclay, Robert Charles 


Bartusek, Karla Jayne 
Baschak, Richard Lawrence 
Bauer, Elizabeth Adena 
Baxter, Rory William E. 


Beard, Kenneth Edward 
Beare, Valerie Jean 


Beaver, Wendy Lea 


Becker, Sharilyn Dawn 


Begg, Gordon Rolland 
Berg, Mark David 

Berg, Michael Mark Otto 
Berg, Paul Daniel 


Berg, Rolf Norman 
Bergstrom, Maurie Dean 
Bergum, Kathy Ardis 
Bernard, Jerry Paul 


Bessey, Spencer Bruce Bishop, Douglas Max Wm. Bliska, Barbara Catherine 


Bly, Gerald Franklin Badgley, Ethel Doreen Bolstad, Lezlee Dawn 

Bolter, Susan Mary Bork, Angela Maria Boychuk, Brad Gordon 

Boyko, Karin Tracy Bradford, Jacqueline T. Brasok, Jeffrey Blair 
Breitkreitz, Jeffrey W. Breitkreutz, Timothy W. Brodbin, Kenneth Michael 
Brooke, Gordon Wayne Brown, Janice Eileen Bruner, Signi Aura 

Buban, Kelvin Richard Buchner, Michele Marie Buckreus, Frank Stefan 


Budd, James Fredrick Burgess, Christina Lynn Burk, Shirley Mae 


Burkard, Carrol Anne 
Byers, Lawrence Murray 
Callaway, Ann Marie 
Carlsen, Janice Greta 


Carlson, Dale Norman 
Carlson, Rhonda Marie 
Carlson, Shelley Liana 
Carson, Carole Ann 


Carter, Lee Andre 
Chaffey, Bradley Gary 
Chan, Ka-Shuen Dorothy 
Chan Suk-Yee Jenny 


Chi Sum, Sam 
Chan Terence Wing Wah 


Chau, Mabel 
Cheung, On Yiu 


Ching, Kam-Wah Steven 
Christensen, Noreen Anne 
Chiu, John Yu Leung 


Christensen, Wanda Gay 


Christenson, Jeffrey A. 
Clark, Rhonda Gail 


Clausen, Tamara Lynn 
Colwell, Jerel Troy 


Cooray, Shamanthi N. 
Cragg, Douglas Roy 


Croteau, Anke Edith 
Danesik, Karen Leigh 


‘absense 


Christensen, Wendy Joy 
Clarke, Dennis Alin 


Coambs, David John 
Congdon, Helena Charlotte 


Coulson, Janet 


Cragg, Lynn Marie 


Cruthers, Carolyn Zella 
Davies, Scott William 


Clark, Davena Jacquelin 
Clarke, Michael Andrew 


Collins, Kathleen Susan 
Cooksley, Glenn Burton 


Cox, Lori Lynne 
Crone, Darlene Sylvia 


Cunningham, Elaine Irma 
Davidson, Deborah Ann 


Davidson, Glen Carmen 
Davidson, Kerry Christine 
Davidson, Margaret Rose 
Davis, Allan Grant 


Day, Tuesday Dawn 
Day, Karen Elsie 
DeAbreau, Renee 
De Champlain, Yvon 


Degenstien, Brian James 
Devey, Irving Lynn 


Devoe, Wanda Darlene 
D'Heer, Karen Florence 


Dyck, Beverley Rae 
Dick, Sally-Jean 
Dickhaut, Carla Marie 
Dickie, Kevin Raymond 


Diemert, Brett Loring K. 
Dietrich, Bill Allan 
Dillabaugh, Susan M. 
Dixon, Bryan Thomas 
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Dixon, Janet Mary Dodd, Cheryl Lynne Dokken, Bruce Clayton 
Dormer, Sharon Lynne Dowell, Brad Lee Dowell, Sandra Lynn 


Downie, David Craig Dowson, Wesdyne A. Ducs, Michael Ray 
Ducharme, David Philip Dunlop, Daniel John Dyck, Vaughn Albert 
Eggen, Connie Doreen Eleniak, Loren Wayne Elgert, Robert James 
Engler, Heidi Dorothea Erickson, Cynthia Leanne Erickson, Ian Morris 
Erickson, Joanne Crystal Esak, Donna Marie Evans, Kelly Douglas 
Evans, Richard Willam Fairless, Brian William Fakas, Nicholas John 


Fanta, Theresa Yvonne 
Fenske, Douglas Milton 
Ferrao, Michael Anthony 
Fierro, Fernando Fidel 


Fischer, Gregory Arnold 

Fisher, Wayne Lyndon 
Fitzgerald, Therese Lyn 
Fleming, Lorne Clarence 


Flint, Lesley Pearl 
Fong, Fung-Yee, Celine 


Forward, Janice Elizabeth 
Fossen, Karen Ann 


Frandsen, Darin Victor 
Frank, Janice Elizabeth 
Frank, Sonja Sandra 
Fraser, Judy Elizabeth 


Fulton, Barbara May 
Gabruck, Richard Wayne 
Gagnon, Angela Dawn 
Galenza, Bradley James 
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Galenza, Janet Marie Gallaway, Lynn Catherine Ganser, Ann Margaret 
Ganser, Catherine Clare Gara, Dwayne Edward Garnier, Janice Nadine 
Gascon, Colette Rolande Gaskell, Susan Leah Gidosh, Christine L. 
Gignac, Dianne Marie Gignac, Norman Jacques Gilchrist, Sharon Anne 
Glackin, Lynn Marie Godard, David Lyle Goodrich, Clive Andrew 
Godkin, Dwayne Leonard Goodwin, Murray James Graham, Brenda Lynn 
Graham, Stuart Tower Grainger, William James Granrude, Sheri Dawn 


Graves, Isabelle Diane Graves, M. Elizabeth Ann Greenhough, Earl Raymond 


Greenidge, Jean Frances 
Grundberg, Jeneane Sheri 
Gudmundson, Shannon Marion 
Hadfield, Perry James 


Hafso, Leanne Marie 
Haile Melaku 

Hall, Melanie Alice 
Hamill, Robert William 


Hamilton, Sylvia Jane 
Hamilton, Sheryl Rose 


Hamm, Robert Bruce 
Hanson, Lynn Marie 


Harcus, Mary-Anne E. 
Hartfelder, Lynmarie Wanda 
Hauber, Sharon Catherine 
Haug, Kenneth Arnold 


Hawkins, James John 
Hawkins, Joanne Elizabeth 
Hay, Brian Dale 

Hayduk, Lynnette Colleen 


Hon Newmann Kwok Yu 
Hon Po, Ng 

Horn, Gerene Patricia 
Horn, Shirley Marlene 


Howland, Royce Winfield 
Hoyland, Cathy Lynne 
Hoyme, Laurel Diane 
Hrdlicka, Jane Marie 


Huber, Dianne Micheie 
Hutchison, Ian Thomas 
Hutchison, Mark Bradford 
Hutson, Charlotte Elaine 


Irvine, Garth Allan 
Isakson, Jane Lisa 


Jaburek, Gail Yvonne 
Jackson, Linda Gillian 


Jackson, Randall Bruce 
Jacobsen, Cindy Gail 
Jantz, Jacqueline Elaine 
Jantz, Richard Allen 
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Jensen, Craig Lewis Johnson, Brady Dallas Johnson, Nathan Bradley 


Johnson, Peggy Louise Johnson, Shari Lynn Johnson, Wendy Laureen 
Johnston, Lenore Opal Jones, David Michael Jorgensen, Catherine Mary 
Josephison, Darren Peter Joy, Wendy Margaret Ellen Juba, Carol Marilyn 
Julas, Gregory John Kaiser, Darin Kelly Kamphaus, Patricia Louise 
Kaup, Martin Joseph Kelemen, Brenda Laura Kerber, Carol Louise 
Kieser, Christopher Scott Kolloran, Richard David Kirk, Christine M. 


Kirkwood, Kori Lynn Kiryluik, Lawrence Bruce Kiyooka, Sachiko Laura 


Kleugaard, Gordon James 
Klassen, Denise Audrey 
Klein, Juanita Louise 
Klemmensen, Leslie Brent 


Knauert, William Thomas 
Knispel, Joe-Ann 

Knoch, Elnora Roberta 
Knodel, Wilhelm Arthur 


Knopp, Karen Hilda 
Knutson, Vina Joyce 
Kochendorfer, Larry Arthur 
Koebel, Mark Edward 


Kopperud, Scott Luther 
Kopperud, Timothy James 


Kornfeld, Cherry Lyne 
Koskinen, Carol Ann 


Kovacs, Ferencs A, 
Kraft, Brian Thomas 
Krebs, Karen Gail 
Kuelken, Susan 


Lemmex, Bradley 
Leonhardt, Kari Cedile 
Leonhardt, Karen Joy 
Lentz, Harvey 


Lepard, James Robert 
Lesiuk, Darryl Alex N. 


Leung, Yeun Han, Kelly 
Libby, Alger Jay Corbett 


Likness, Karen Ann 
Lindberg, Lila Leone 
Lirette, Claire Marie 
Lockhart. Denise Allison 


Lovelace, Dana Richard 
Luce, Cheryl] Anne 
Luchsinger, Jarrod Duane 
Lomas, Lee Owen 


Lucht, Mark Jonathon 
Luckwell, Alan George 
Lui, Wai Ming 

Lund, G. C. Ann 


Lupul, Josephine Ann Lupul, Karen Marlene Lyons, Wendy Ann 


Lysons, Debbie Laverne MacArthur, Joan Elaine MacKinnon. Edgar Gordon 

MacNutt, Todd Eric Madge, Doneta Carolyn Madill, Lila Joy Magneson, Karen Myrtle 
Maqnien, David James Mah. Kellie Lynn Mak, Mei-Yee, Ada Malley, Bradford James 

Martin, Darryl] Edward Manz. Marilee Loreen Mamchur, Karen Lynn Marcotte, Darren Duane 
Marsh. Deborah Ann Martha, Josef A. Marthisen, Kevin James 


Matoga, Curtis Francis J. Maurice, Karen Ann. Mayowski, Pamela Jean 


McArthus, David Louis 
McCallum, William James J 
McCartney, Catherine Ann 
McCormack, Kieran William 


McDermott, Darren Bernard 
McFadden, Allison Drummond 
McGinnis, Valerie Ann 
McGregor, Mona Leslie 


McKay, Mona Ellen 
McKenna, Timothy Robert 
McKinney, Lloyd James 
McKinnon, Kristina Karen 


McKnight, Jean Ramona 
McLean, Dan Wallace 


McLean. Joran Todd 
McLeod, Shawn Wesley 


McIntyre, Sharlaine C. 
McManus, Jeremy John 
McMurray, Daniel Wayne 
McNary, David Munro- 


Meadah|, Barbara Lynette Mear, Sheila Rae Megli, Ruth Darlene 


Meinig, Michael Eric Meissner, Rita Melnyk, Darlene Henrietta 

Melvie, Vivien June Meunier, Mark Henir Mikaluk, William John 

Miller, Andrea Michelle Miller, Donald James Miller, Frederic Douglas 
Miller, Karen Gayle Miller, Kinley Alan Miller, Mark John 

Milliken, Kevin John Milliken, Mark Mallachy Mines, Kevin Patrick 


Mitchell, John Glen Mjolid, Randi Ellen Mjolid, Rebecca Leigh 


Moan, Pamela Myrtle Mock, Terry Joseph Mokuruk, Linda Beverly 


Moldon, Jeannette Marie 
Moll, Heather Ellen 
Mollerup, Kjeryn Louise 
More, Ian Camerson 


Morey, Lisa Corrine 
Morgan, Nola Marie 


Mort, Kevin John 
Mortimer, Heather Joy 


Mostowich, Wendy Colleen 
Mowat, Brent Daniel 
Mulka, John Joseph 
Myers, Rick Vance 


Nagel, Catherine Ann 
Nahirniak, Janet Marie 
Narine, Shari Ashmini 
Narine, Shaun Haresh 


Nawrot, Crystal Lynne D. 
Neil, Michael George 
Nelson, Stephen Alan 

Newbury, Wade Aaron 


“ah 


Nichols, Carol Margaret Nichols, Douglas Kent Nieherlag, Ralph Stewart 
Nielsen, William Douglas Nielsen, Dale Allen Nielsen, Melanie Lias 


Nutter, Suzanne T. Nyhus, Linda Marie Odegard, Denise Freda 
Olsen, Brent Marvin Olson, Joel Curtis Ostrander, Wesley Donald 


Owre, Carl Vernon Owens, Myra Kathleen Oxamitny, Mark Edward 
Pare, Michel Peter Parker, Daniel Glenn Parry, Martin John 
Paulgaard, Henry John Paulgaard, Patti Jayne Pearson, Shauna Marie 


Pedersen, Joanne Fae Pedersen, Katherine M. Perlik, Adele Marie 


Person, John William 

Petersson, Ellen C. 
Peterson, Trudy Faye 
Pfeffer, Dennis Darrel 


Phillips, Angela Dianna 
Pickering, Kimberly L. 


Pilger, David Leslie 
Piolet, Robert 


Pinkoski, MaryAnne Kathrin 
Piwowar, Sindy Lynne 


Pomplun, Andreas 
Ponto, Bradley Harold 


Poon, Hoo-Fai, Peter 
Poulsen, Kirsten 
Purdy, Sheila Dawn 
Quigley, Shawn Joseph 


Quinney, Audrey Joan 
Rackow, Rosemarie Suzanne 
Radke, Mark Allan 

Raemer, Zona Jae Allyson 


Rarick, Lisa Jeanette Rarick, Ronald James Ravnsborg, Katherine 


Rayment, Kenneth Bryan Rear, Ryan Bernard Reay, Trevor Malcolm 

Ree, Kevin Hans Ree, Laura Elizabeth Reesor, Lynn Marie 

Reinders, Catherine Anne Reist, Willis Eugene Riske, Graham E.M. 
Robertson, James Alan Robideau, Gordon Ernest Robinson, Randy Robin 
Roflik, Robert Brian Romanuik, Wendy Ann Rostad, Brent Allen 
Rostad, Jeaniene Mari Rouble, Kimberly Joan Ruck, Lana Katherine 


Rud, Karen Lynette Ruel, Pauline Rita Rupert, Michele Dawn 


Saide, Kathryn Ellen 
Salahub, Colleen Moniec 
Saltvold, Deanna Lynn 
Sand, Orin Robert 


Sandberg, Sven Richard 
Santos, Paul Jorge 
Sartison, Paul Arvid 
Schaffner, Nola Ann 


Scheetz, Gregory Wayne 
Schenk, Glenda Gail 


Schiller, Karen Ruth 
Schnepf, Helen Muriel 


Scholield, Kathryn Anne 
Schneider, David Allan 
Schneider, Debra Lynn 
Schnider, Jacqueline L. 


Schreiner, Bonita Lou 
Schultheis, Daniel L. 
Schultz, Annette May 

Schulz, Graham Ray 


Sokolan, Myron David 
Sorensen. Michael Ove 
Sorley, David Bruce 
Sorenson, Marie Christine 


Stables, Harvey Neil 
Stang, Darren Joseph 
Stang, Debra Rose 
Stanley, Scott Wesley 


Steeves, Dawn Louise 
Steinbach, Marilyn Jean 


Stephanson, Bonnie Lynne 
Stern, Brian Douglas 


Stewardson, Lonnie Miles 
Stewart, Carla Jean 
Stewart, Gregory John 
Stewart, Karen Anne 


Deewarineg emrives lee 
Stewart, Verne Duane 
Stobbe, Roger Douglas 
Stollery, Steven Neil 


Storch, Allen Kenneth 
Swystun, Bryan James 


Szram, Gerald Stephen 
Thompson, Cynthia Lee 


Toerper, Heidi Lynn 
Tong, Man-Tak Stephen 


Trueman, Gregory Paul 
Tsang Heddy Yuen Yee 


Streberg, Julie Marlene Sung, Ka-Chun Gareth 
Sykes, Heather Anne Szeto, Yin-Ling, Sheley 


Tang, Cham-Tung, Ricky Thompson, Christine Angela 
Thoreson, Granat William Throndson, Dale Briam 


Toma, Andrea Lynn Tomlinson, Brad Robert 
Trautman, Peggy Marie Treffry, Keith Ellis 


Tsang Chun-Tong, Frank Tsang Ho-Wing, Lureen 
Tsui, Man-Chi Turney, Barbara Colleen 


Tylosky, Merleda Ann 
Uchman, Leonard Ray 
Veidt, Sheila Deanne 
Vekved, Denise Melinda 


Versloot, Kim Renee 
Vinge, Karin Joan 
Visser, Yvonne Carolin 
Voegtlin, Douglas Paul 


Voelker, Bruce David 
Vonschmeling, Astrid Ilse 


Wade, Mark Lori 
Wade, Melvin John 


Wagner, Bradley Martin 
Wagner, Kevin John R. 
Wahlstrom, Diane Hilda 
Walker, John McLeod 


Walsh, Donald Miles 
Wasylik, Brent Edward 
Watterodt, Thorsten 
Woyewitka, Robert William 


Webb, Margaret Jane Weir, Barbara Jean Weldon, Leona Bessie 
Wells, Shawn Lee Wentland, Craig Eugene West, Dwayne Matthew 


West, Rhonda Leigh Westra, Judy Charlotte Whitelock, Denise Marie 


Whittle, Lisa Lorraine Wiberg, Randy Michael Wiebe, Kevin Trent 
Williams, Andrew David Williams, Marjorie M. Willing, Lisa Ann 
Willows, Sharon Darlene Wilmot, Emily-Rose Evelyn Wilson, Kathryn 
Wilson, Mark Ross Wilson, Robert William Winfield, Susan Margaret 


Wisla, Michael Allan Wolbeck, Brenda Lee Wolters, Gwen Ethel 


Wong, Siu-Yi, Elsa 
Woo, Chi-Ping, Winnie 
Wood, Catherine Anne 
Woods, Laura Marie 


Wotschell, Jacalyn Marie 
Wrubleski, Walter Wilfred 
Wyant, Eldon Bruce 

Yeung, Hang-Sang, Jimmy 


Young, Gale Norma 
Young, Gerald Leo 


Younghans, Darcy Miles 
Yri, Kirsten Louise 


Yuen, Karl Kam Chuen 
Zaporozan, Tammy Gail 
ZatylIny, Brenda Jean 
Zeniuk, Elaine Maryann 


Zimmer, Blaine Anthony 
Zimmer, Dale Allen 
Zimmerman, Barry Mear] 
Zimmerman, Gail Ann 
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Living in Bergh was the highlight 


of O Ur year. Being basically 
a first-year dorm, there were 
lots of Lnt-r 0d U.C.tdOmeSus We 
weré introduced tO cleaning 
bathrooms, washing our own 
clothes, eating cafeteria 
clothes, eating cafeteria 


food, and surviving the decrees 
of agar yeanie, and Astrid. 


We were also introduced to 
the Norseman, cold showers 
while fully dressed, Swedish 
jokes, rooms Ta bee of toilet 


paper and balloons, and finding 
Cures ooms pine the Lounge. Still, 
the memories Werk C:C:PectelCommaelel 


good ones, and the frends 
we made will last for a long 
time. So t.o each other. we 


must say thank-you for making 
Bergh dorm the highlight of 
our year. 


Troll 


This past year isn Lo Ove eeeeears 
been one not many of us will 
forget. The main events consisted 


of our ips etosibal stroll (some 

people have nice pyjamas!) 

the guys' video raid (nicely 

organized!), the e.s)' ice 

Créamy, Satde (good. astuffije = -lroll 

Christmas party (Harvey made 

» 2 a great Santa, Brad made a 
drunk elf!), year end swimming 


party (what a splashing success), 
anid Sava. O WS on Ocean Ss On tal C emma Ids 


 & Seo bo adil 


(thank goodness for toilet 
paper!) 

Intramurals proved to be trying 
at times, but we finished 


in 5th place, thanks; to 7 our 
athletes and their talents. 
Although we were divided 


into three corners of the 
campus, by the end of the 
year we became very close 


friends and we hope that the 
friendships can be everlasting. 
Here Us toma odia! 


nf 
a 
O 
= 
Ld 
= 


Siti: iis ; a] 


COMMONS LOUNGE COMMITTEE: 


ist ROW: S. Dick, N. Skrepnek, S. McLeod 


2nd ROW: M. Chytracem (Advisor), B. Knauert (Chrmn> 


=—=ASSON 


RESIDENCE HALL COUNCIL: 


Top Row: S. Dick, G. Cooksley, B. Knauert, 

B. Stern (Chairman) 

Bottom Row: S. McLeod, N. Skrepnek, J. Hendrickson, 
W. Christensen, K. Kunz, J. Erickson, 

T. Clausen, C. Wood, M.Chytracek(Advisor) 

MISSING: R. Robinson, W. Downson 
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STUDENTS' COUNCIL: 
Front Row; 
K.Bartusek, G.Robideau, K.Lupul, C.Nagel 
Middle Row: 


B.Dowell, B.Stephanson, Z.Raemer, K.Schiller, W.Wrubleski 
Back Row: 

B.Dietrich, C.Gascon, M.Arnold 

Missing: 

K.Haug, J.Hendricksen, M.Steinbach, G.Schenk, R.Sands 


“U0D 


SPORTS REPS: 
Clockwise: C.Holmes, J.Lupul, L.Scotten, M.Wade, G.Schenk, J.Holman, A.Storch 


MA 2 fap 


ZMOFOW 


C.Wentlandy R.Berg, W.Reist, G.Brooke, B.Altwasser Nome 


MIDDLE ROW: 

S.Nelson, K.Wagner, H.Engler, M.Steinbach, E.Anderson 
SEATED: 

L.Mokuruk, K.Day, C.Thompson, R.Sherwin, L.McKenzie (Intern) 
MISSING: 


K.Leonhardt, T.Holgerson, M.Haile, D.Nielsen 


BOWDEN VISITATION MINISTRY: 


BACK ROW: 


L.McKenzie (Intern), C.Wentland, D.Jones, P.Berg, C.Matoga 
MIDDLE ROW: 


S.Carlson, J.Westra, D.Steeves, K.Day, S.Kuelken, G.Shepherd, C.Gidosh 


SEATED: 
C.Gascon, L.Henry, J.Hrdlicka, S.Dick, L.Mokuruk, Y.Visser 


ts hehe RAL 


NEWSPAPER: 
L.Flint, D.Gignac(Editor), L.Hartfelder, L.Henry, J.Coulson 


YEARBOOK: 
1st row: S.Nelson(Editor), W.Christensen, S.Dick, G.Cooksley, L.Nyhus 


2nd row: L.Flint, A.Schultz, K.Day, L.Henry 
Missing: D.Marsh, H.Stables 


RADIO STATION: 
ist Row: 


K.Magneson, B.Degenstein, J.Hendricksen, D.Sokolan, K.Milliken 
2nd Row: 


J.Holman, E.Greehough, B.Tomlinson, B.Elgert, 
G.Irvine, A.Williams, D.Schneider 


FRENCH CLUB: 


st Rw French 


J.Spencer, H.Bjorge, L.Whittle, L.Reesor 


2nd Row: 


B.Mjolid, E.Knoch, C.Gascon, S.Kiyooka, C.Matoga, Q i 
G.Zimmerman, S.Dillabaugh 


Social 


Convenors 


SOCIAL CONVENORS: 
1st Row: L.Ree, B.Nielson, J.Hrdlicka, C.Eggen 


2nd Row: H.Mortimer, S.Stanley, T.Caldwell, M.Nielsen 


Foods ee See ae 


FOODS COUNCIL: K.Kunz, J.Erickson, G.Cooksley 


Council 


Arnold, 


RECAGEANS 
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WHOSE BEEN IN THE CHAPEL AGAIN? 


There were a few occassions 
over the past year when I 
went. -up.> to -the “Chapels fos oeing 
chairs stacked against the 


wane lus the altar pushed _ aside, 
banners folded over the _ piano 
and things in general disarray. 
I typically reacted by growling 
to myself and others: Who's 
been in the Chapel again?!" 

Well - who has_ been in the 
Chapel over the past year? 
Many of us have. Many of us 
from the community of Camrose 
Lutheran College. People from 
a number of different’ places, 


backgrounds, denominations 
and religious traditions; 
people of differing ages, 
disciplines and interests; 
students, Scat faculty and 
guest - we've been in the 


Chapel to worship our God. 
We've gathered to give thanks 


to our God; to confess to 
our God; to ask forgiveness 
Ont our God; to praise our 
God in voice, in MUWShivcr, in 
prayer, in silence, in eating 
and drinking, in thought, 
word and deed; and to serve 
our God in love for one another. 

Who's been in the Chapel? 
God_ has! No tn] US. teen eres oeabitt 


always as we gathered in His 


ah Le eet: was in the Chapel 


when there was but one or 
over one hundred - God was 
and=iss withers. 

God be with you as He has 
been with us in our Chapel. 
May you gather often and always 
in His name all your life. 


LYLE MCKENZIE 
Intern Chaplain 
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Snow Queen 


IN THE TWELVE DAYS OF LUTHER 
PASTOR JOHNSON GAVE TO ME... 


A Luther Fair where Craig 
sold blessed cheese for) 7rhree 
times the normal cost! (beats 


the heck out of indulgences). 
A. concert “with thesecUuc..choa ws 
and our new pipe organ. 


Roland Bainton walking Where 
Luther Walked 

Murray Goodwin struggling 
with Murray Arnold to “remain 
A Wisae Man Among Captives 
Katie Luther's birthday cake 
for Martin Cask Stas President 


Johnson) 


Two sermons by Martin Luther 

A re-creation of a worship 
service from Luther's parish 
church in Wittenberg 

In all, a chance to experience 
fou ourselves the vitality 
of the Reformation 


Koinonia 


KOINONIA HIGHLIGHTS 

Pastor Jim sending Pastor Hansen 
back to get his cowboy hat. 

The world's first coffee—less 
coffee house. 


Royal priests and chosen people 


Rockin' Robideau and Mellow 
Matoga singing praise to the 
Lord 


Crowding into the dorm lounges 


for gathering events 

Pastor Audlin's theological 
lecture mini-series 

Uierewmweposa wassal ling... 

Fun, food, and fellowship 


Father, may we be one in You, 
ASmenesed-S' 2 day SY O11, 
And You are in Him 
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CATHY NAGEL 
AND 


STEVE NELSON 
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MEN'S TEAM: 


D.Downie 


(Skip), 


Gano lmes (ord). 


Tebeithetser (2nd), R.-Evans (Lead) 


WOMEN'S 
T.Wright 
D.Abrams 


TEAM: 
(e2 nid) 
(Lead), 


beMidttler, (Skippy, 
SS aLohins O7ieeG 3 dD 


MIXED TEAM: 

Dave E.Ashton  (€Coach); ~S.Willows 
(Lead), D.Goddard (2nd), B.Selin 
C3 td) Re Sand (Skip) 


1 grab year's ACAC championships 
were held in February at Medicine 
Hat. OUR Me nasa eeam a lost sal lL 
four games in round robin 
plays and failed to qualify 
for the play-offs. 


The women's team lost three 
games, but won the fourth 
by upsseting the bronze medalists 
from Mount Royal College. 


Thesnmaxed tteams: “had? a. <4...— al 
record in round robin play, 
and beat Red Deer College 
in the semi-final, but lost 
Oe NAL TA inset benef ina ls aks pe GL C 
to NAIT in the 1S bMS ete wi ee and 
had to settle for a silver 
medal. 

Next year's championships 
will be held in Edmonton, 
and we are looking forward 
Eon waa strong showing from all 


our teams. 


X=Country Skiing 


1st Row: V.Maertens-Poole, M.Tylosky, 


M.Meinig, H.Lee, D.Schneider 


2nd Row: K.Milliken, K.Grattidge, 
K.Rayment, J.Skinstad. 


3rd -Row: Dr. -WsG.Gibson. (Coach), 


Coach), G,Riske, J.McManus, D.Magnien, 


Despite poor and icy snow 
conditions, this year's team 
emereged as the record medal 
gatherers in the history of 


skiing at CLC. This season 
we had an even split between 


those in cross country and 
biathlon. We started off the 
season in Lake Louise and 
our results forecast that 
the hard pre-snow training 
was going to reap dividends. 
Not only in the invitational 
races, but in the Alberta 
Championships, the Alberta 
Winter Games, and the Canadian 
Championships, the Vikings 
were in the money. We again 


took all events in the ACAC 
championships. reclaiming 
the trophy we had lost last 
season. 

By the end of the 
Kim Grattidge and 


season, 
Michael 


J.Isakson, B.Nielsen, 


Y.Visser, M.Hutchinson, 


C.Rupertus, H.Skinstad (Asst. 


D.Dunlop 


Meaning had emerged Alberta 
Cup After Champs. Bill Nielson 
established himself as the 
top competitor in the Men's 
Sis B. division in the 30k 
while Kim Grattidge went to 


the Canadians and placed 13th 
in--the’-5k2 and 15k (races. gA Deen 


five years of competitive 
skiing» for ‘thes; Vikings, o7GLeu 
Rupertus and Ken Rayment 
at the Canadian championships 


split in the 20k and 10k, 
each -taking. Ist°'.-and. 2nd.> Glen 
won the aggregate on total 
points to become the Canadian 
Champion. Both boys went to 
the North American where Glen 
came 4th and Ken came 1st. 
Then, Glen put “it Vall wtogerter 
coming 28th in the World Champion 


-ships in Chamoix, France 
- the best performance ever 
for any Canadian. 


iokwinstade<.Goach)..-D.Bambush, H.Lee, S.Hodson, D.Schneider, 


B.Nielsen, G.Schenk 


Absent: M.Haile, J.Callson, N.Morgan 


The SeasiOimew asm LOuUgh worore the 


team with only Debbie and 
Basie back. with va ssstrone, ssumme: 
of training on the tareavis Se 


However, as the season progressed 
under the leadership of both 
these oustanding individuals, 
the performance began to improve. 


In the AGAGA@aC* “R'e d= Deer, in 


the largest. Fietd iin the history 


of the conference, the women 
placed SMe lah while the men 
climbed from 6th place last 
year to win a bronze medal 
this year. Congratuloations 
bOwe a sleet Demmrtinii ers. e ean dmetihna nics 
to our assistant coach Joan 
Skinstad. 


1st Row: 


K.D'Heer, M.Hisey 


2nd Row: 
B.Schreiner, 


The Vikette 
concluded iiss 
an excite nig 
OV Cher line Ge Grea ek 


basketball 
season with 
71-70 Wi GaOMay, 
solid team effort, 
the win capped a season of 
steady improvement by the 
young Vikettes, who consistently 
found themselves matched against 
taller, more experienced opposing 
players. Hard work and determin- 
ation characterized the team 
all .vear,. wWoengisand thee layers 
should be congratulated on 
a fine season of exciting, 
fast-paced basketball. 


team 


K.Ravnsborg, 


W.Christensen (Manager), 
K.Kunz, 


J.Forward, J.McKnight, 


J.Glensa, D.Stang, 


J.Bradford, C.MacDonald (Coach) 


Highlights 
ACAC SCORING 


Syd=— Jan eitw Gawken za 
12th - Debbie Stang 


VIKETTE SCORING 

ists Janet. Gallienza 
2nd Debbie Stang 
3rd Karen D'Heer 


VIKETTE REBOUNDING 
1st Janet Galenza 
2nd Karen D'Heer 
3rd sJackie Bradford 


a area omnpraee 
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S.Davies, M.Berg, 


FyvFierro, 


lst Row: 
R. Bare vay, 


R.Slowski, 
M.CHytracek MAsst. 


Basketball 


R.Gabruck, 


B« Voelker, 
Goach») 


JS 208/ Rows F.Rostad (Coach), J.Szvam (Manager)s M.Berg, K.Beard, 
VA S¥Stamley, R.Wiberg, K’.McCorma¢k}, D. Cragg 
V 4 ‘ Z y i 


# 


T 
Final standings were not  indic-— Viking rookie Scott Stanley 
Seen TT Che improvement t h@™apeetbed—-the team in, scoring (and 
Vikings Basketball Team _ showed rebounding, placing 10th in 
this year. ‘The team had several league scoring and averaging 
competitive, very closely 14 points/game. Veteran S@ott 
matched games with teams in Davies was the team's second 
the league, a significant top scorer, aWeraging 13 poings/ 
improvement from last year's game, and placing B3th # in 
squad. league scoring. 
' 
ic —— 
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€anoeing 


tst Row: 2D Abrams’, ©C.Gibsom CAssite 
Dr. W.aG. Gibsons GCO ac b>) ewe «le mitaze 


Coach), J.Jantz, M.Pinkoski, 
K.Owens, R.Meissner 


2nd Row: D.McNary, J.Isakson, W.Beaver, J.Leitheiser, 


W.Wrubleski, Y.Visser, B.Tomlinson, 


J.Lupul, K.Rayment 


3rd Row: J.Holmen, G.Riske, P.Kamphrus, D.Laplante, M.Tylosky 


D.Dunlop, S.LeFsrud. 


Absent: G.Zimmerman 


The Canoe team started the season 
in Red Deer where we once again 
brought home the aggregate trophy 
In the second tournament, in Cam- 
rose, the same feat was repeated 
setting the stage for our histor-— 
ic final in Red Deerm. We, took 
the events in an emotion packed 
race that was a repeat of 1982. 


The difference was the new clipp- 
er and bent racing paddles which 
gave us the edge we had missed in 
1983 in Grande Prarie. Commitment 
and faith in each other with the 
guidance of Carol and Gibber were 
the ingredients that made history 
repeat itself. It was a very su- 
ccesful year in which everyone 
took pride. 


At this point i would 
like to thank those people 
who, ain addition: to -the -regular 
yearbook Stare; made this 
book possible: 

Lesley Rlint and Sally- 
Jean. Dick, for sticking “around 
an extra day; Kelly Graves 
for the use of his office; 
Lyle anda sors, for listening 
to my complaining; my room-— 
mates, Gerald Young and Paul 
"Psycho" thay lox , for, putting 
(Up i with: my ‘weird: hours; Les 
and Barb Klemmenson, for adopting 
me for a few days and helping 
me finish the yearbook; to 
friends near and franc, for 
their love and support; and 
Finally. to my best friend, 
who knows me better than it 
know myself. 


bP tthank- your talis. and = this 
yearbook is gratefully dedicated 
On yONaealals. ; 


STEPHEN NELSON 
EDITOR OF THE SAGA 
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Luthers (oat of Arms 


In 1530, while Martin Luther was still living at Coburg 
Castle, Prince John Frederick ordered a signet ring for him 
that was characteristic of Luther’s theology. 


The black cross on a red heart (faith in Christ who 
died and rose again) rests on a white rose (joy, comfort, 
and peace beyond that of this world) in a sky-blue field 
(the beginning of a heavenly joy), and is encircled with a 
gold ring (the eternal and precious possession of salvation). 
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